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SUBJECT: SKYLINK INSTALLATION-NICOSIA 

REF: (A) A-4060 (B) NICOSIA 2040 (C) TSR-NICOSIA MAY 8 

1. DURING APRIL 7-24 VISIT TO AMEMBASSY NICOSIA 
TSO WOLF DID NOT PERFORM ON-SITE SURVEY FOR PROPOSED 
SKYLINK INSTALLATION. TSO WOLF DID DISCUSS WITH POST 
PERSONNEL AND LATER WITH ATO ATHENS TWO ITEMS THAT COULD 
POSSIBLY REQUIRE TSO ATHENS INVOLVEMENT. 

A) THE FIRST ITEM CONCERNS WHO WAS TO REMOVE AND 
REINSTALL THE EXISTING CLASS V VAULT DOOR. PROBLEMS 
RELATED TO THAT VAULT DOOR MOVE SUCH AS LOCATION, DOOR 
SWING, HALL DIMENSIONS, ETC. WERE REVIEWED WHILE AT POST. 

B) THE SECOND ITEM WAS RELATED TO THE ACR. IF 

THE DEPARTMENT DECIDED TO INSTALL THE HANDSET IN THE 
ACR, THEN TSO ATHENS WOULD NEED TO RENOVATE THE 
ACR PARENT ROOM PRIOR TO THE PROPOSED SKYLINK INSTALLATION. 
IF THE HANDSET WAS TO BE INSTALLED ELSEWHERE THAN THE 
PROPOSED ACR RENOVATION COULD BE ACCOMPLISHED AT A 
LATER DATE. THE PROPOSED RENOVATION IS OUTLINED IN 
REF (C) PARA 4.6. ATO ATHENS HAS INDICATED THAT THE 
COMPLETE SKYLINK INSTALLATION HAS BEEN APPROVED BY THE 
DEPARTMENT AND THUS WILL BE SO INSTALLED. ATO IS NOT 
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2. AS AMEMBASSY NICOSIA HAS A RESIDENT RSO AND AS 
TECHNICAL SECURITY SERVICES ARE PROVIDED BY TECHNICAL 
SECURITY OFFICE, ATHENS, BELIEVE DORRESPONDENCE SHOULD 
BE ADDRESSED RSO NICOSIA AND TSO ATHENS, RATHER THAN 
RSO/RTC BEIRUT. 

3. IN VIEW OF THE ABOVE TSO/ATO DOES NOT BELIEVE 
A RE-SURVEY IS NECESSARY. 

KUBISCH 
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